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E T E R l\l A® 

Phase Coated 
Binoculars 



Most binocular companies tell you about the features their 
optics have. At Brunton®, we want to tell you about the 
benefits. 

Benefits like... 

Phase Coating No matter what the time of day or what 
type of light you are using your binocular in, the image you 
see will be as sharp and high-contrast as if you were 
standing right next to it. 

Eyeglass Compatibility It means that you can use your 
Eternas with or without your eyeglasses. It sounds simple, 
but believe us, there's a whole lot that goes into that simple 
statement. 

Waterproof/Fogproof Design No, you can't take them 
scuba diving, but you can take them out into the cold rain 
or snow and rest assured that they won't fog internally and 
be ruined. 

Extreme Close Focus™ and Extra Wide Field of View 

You can use your Bruntons to confidently view both 
butterflies and Bighorns. 



Opti-Visor™ Attached Lens Protectors that block out 
unwanted light and glare from virtually any angle for better 
viewing. 

Fully Multi-Coated Lenses that afford optimum light 
transmission and reduce harmful UV and Infrared light. 

The Bino-Glove™ that lets you use your binocular while 
still protected in its rugged neoprene case. No more 
losing, cussing or fussing an ill-fitting case. 

There's more, like rubber armor coating, Bak-4 quality 
prism material, ergonomic design and oh yes, LIFETIME 
warranties. All of this is backed up by a service 
department that understands optics and, more importantly, 
your needs. 

So, congratulations on your purchase of a Brunton Eterna™ 
binocular. You now own the best value in optical quality 
and benefits available today. We guarantee you will enjoy 
the unique blend of technology and reliability that we built 
into this fine binocular. Thank you, enjoy and don't 
hesitate to contact us if you ever need any assistance with 
your binocular. 



BINOCULAR ANATOMY 
(A) Ocular Lenses 

(D Opti-Visor™ Rotatable Eyecups 
© Focus Wheel 
(D) Diopter Adjustment 
(D Objective Lenses 




Using the Bino-Glove™ Interactive Case 

Each Eterna binocular comes with a patented neoprene interactive case and 
neckstrap. Its design allows you to use your binocular without removing it 
from the case. However, if you prefer, your binocular can always be taken 
out of the case. For use in the Bino-Glove, unsnap the clip on the front of 
the case and fold the two flaps under your binocular. The full-size and 
mid-size cases also features two velcro snap straps on the back for 
attaching to belts or packs. The neoprene neckstrap can be attached to 
your binocular or the case for your convenience. 

Using the Pop-Up Eyecups 

Brunton Eterna binoculars are fitted with pop-up eyecups which make for 
excellent viewing for both people who wear glasses and those that do not. 
If you do not wear eyeglasses or sunglasses while 
using your binocular, pull the eyecups out (A). 
For those that do wear eyeglasses or sunglasses, 
leave the eyecups pushed in. 

Opti-Visor™ Lens Covers 

Never again will you lose your lens covers. Your 
binocular has integrated hinged lens covers that 
open quickly for ease of use and close just as 





easily to keep debris from getting on your 
Lenses. The patented Opti-Visor™ Lens covers, 
on the ocular Lenses, have a secondary function 
in that when opened they can be rotated to 
block out unwanted peripheral Light (B). 

Adjusting Interpupillary Distance 




To align your binocular properly to the distance between your eyes 
(interpupillary distance) first, hold it by the barrels in a comfortable 
viewing position. Then move the barrels closer together or farther apart 
until the two circular views merge into one. 

Focusing Your Binocular 

1. Pick an object that is at least 75 feet away. (Make sure 
that you don't look through a window to focus on this object as the glass 
will most likely cause some distortion.) 

2. Block out the light coming into the right objective lens. 
This can be done by shutting your eye; however, it is recommended to 
keep both eyes open while closing the right objective lens cover or by 
simply placing your hand over the right objective lens. 

3. Focus your left eye by turning the focus wheel until you 
see a sharp detailed image. 



4. Once you have the left barrel adjusted remove the lens cover 
and take your binoculars from your eyes for a few seconds to relieve any 
eye strain. 

5. Close the lens cover on the left objective lens or place your 
hand over the lens. Eterna binoculars have a "diopter" setting located on 
the right barrel to allow for right eye adjustment. Without touching the 
focus wheel, and while viewing the same object, rotate the diopter until a 
sharp focus is attained. 

6. Now remove the lens cover and look through both eyepieces 
simultaneously. The image from the two halves of the binocular should be 
sharp and in focus. If they are not or one eye feels "uncomfortable," fine 
tune the image by repeating the process. 

Care and Cleaning 

Binoculars must be clean if they are to perform at their full potential. 
Dirty lenses will directly affect the light gathering abilities of your new 
binocular. Fingerprints and dirt bend light waves away from the objective 
lens. So, instead of viewing an object with sharp, clear and vivid colors, 
you view an image with dramatically reduced contrast. Here are some tips 
to make sure your new binocular will perform to its full capability. 

1. Check the lenses after each use. Dust and dirt can 
accumulate very quickly in any environment. 



2. To clean large particles, use a lens/optics cleaning kit or 
brush gently with a camel hair or similar brush. If you must use a cloth 
for fingerprints, be sure to rub gently. Household glass cleaner is never 
recommended for cleaning lenses. These can damage the coating on the 
lens. Most of the time, the moisture in your breath will be enough to 
remove the most stubborn dirt. 

3. Clean the lens using a gentle circular motion. To test your 
binocular once you have cleaned it, slowly breath across each lens. If 
the moisture evaporates quickly the lens is clean. If one area of the lens 
holds the moisture longer, then reclean this area. 

4. Always store your binocular with the lens covers in place 
and in its case. 

5. Any internal cleaning must be done at a qualified repair 
station. Never try to clean the internal parts of your binocular. 
Binoculars are a precision optical instrument and should only be repaired 
by trained technicians using proper equipment. 

6. Your binocular is waterproof and is filled with nitrogen to 
prevent internal fogging. Your Eternas are designed to withstand rain, 
snow and a brief submersion in water. A light rinsing in fresh water and 
a thorough drying with a lint free cloth should not damage the 
waterproof characteristics. If internal moisture is noticed your binocular 
must be returned to Brunton for evaluation and repair. 



7. The neoprene Bino-Glove case and strap can be cleaned by 
hand washing with mild soap and warm water. Rinse thoroughly with fresh 
water and allow to air dry. Do not use a direct or indirect heat source to 
dry the case and strap. 

Warranty 

The Brunton Company warrants this product to be free of defects in 
workmanship and materials for the lifetime of the original owner. This 
limited warranty covers the body, focus mechanism, and optical systems 
including lenses and prisms and is non-transferrable. If any such defects 
are discovered, your binocular will be repaired or replaced at the option of 
Brunton. 

This warranty becomes effective upon receipt of the completed warranty 
registration (page 10). This should be mailed to The Brunton Company 
within 30 days of purchase. This warranty does not cover damage caused 
by accident, misuse, abuse or tampering. A charge will be assessed to 
repair such damage. 

If service should become necessary, contact Customer Service at 1-800-443- 
4871 for a Return Authorization Number, pack the binoculars in a sturdy 
container to prevent damage and ship prepaid with insurance to cover loss 



in transit Include $7.50 for shipping and handling and return the 
binocular to: 

Brunton® 

Attn: Warranty Repair 
620 East Monroe 
Riverton, WY 82501 
307-856-6559 

Limits of Liability 

Brunton assumes no responsibility for any inconvenience, loss, or injury, 
direct or consequential damage arising from possession or use of the 
goods. This warranty gives you specific legal rights. You may have other 
legal rights which may vary from state to state. Check with your local 
state about your rights. 

VISIT OUR WEBSITE AT www.brunton.com 



BRUMTOM 

t ATTN: ETERNA WARRANTY REGISTRATION 

| 620 EAST MONROE 

f RIVERTON, WYOMING 82501 

! 307.856.6559 

CO 

'1 

I BRUNTON WARRANTY REGISTRATION 

CD 

| NAME 

I ADDRESS 

o 

! CITY 

| COUNTRY/STATE/PROV 

| ZIP E-MAIL 

f M0DEL# DATE PURCHASED 

1 PURCHASED FROM 

CITY ST/PROV 

01012001 



OPTIONAL INFORMATION 

TYPE OF STORE PURCHASED FROM: 

A. CATALOG B. ARCHERY C. DEPARTMENT D. NATURALIST 

E. SPORTING GOODS F. GIFT G. TELEVISION H. INTERNET 

OTHER 

DO YOU OWN OTHER BRUNTON PRODUCTS? YES NO 

IF YES, WHICH ONE(S), AND HAVE YOU BEEN SATISFIED WITH THEIR PERFORMANCE? 



I DECIDED TO BUY THIS BINOCULAR BECAUSE OF... 
A. RECOMMENDATION B. FEATURES C. GIFT 

D. SALESPERSON E. MAGAZINE AD F. CATALOG 

OTHER 

THIS BINOCULAR WILL BE USED PRIMARILY FOR... 

A. GENERAL VIEWING B. HUNTING C. MARINE D. BIRDING 

E. SPORTS F. LAW ENFORCEMENT G. ARCHERY 
OTHER 



mmTo^) ETERNA^ BINOCULARS 
TECHNICAL DATA 

COMPACT MID-SIZE 





8x25 


10x25 


8x32 


10x32 




4022PW 


4024PW 


4012PW 


4014PW 


Magnification 


8 


10 


8 


10 


Objective Diameter 


25mm 


25mm 


32mm 


32mm 


Exit Pupil 


3.1mm 


2.5mm 


4mm 


3.2mm 


Eye Relief 


18.5mm 


17mm 


16mm 


15mm 


Phase Coated 


yes 


yes 


yes 


yes 


Fully Multicoated 


yes 


yes 


yes 


yes 


Field of View @ 1000 Yds. 


270ft. 


260ft. 


394ft. 


315ft. 


Field of View - Degrees 


5.2° 


5° 


7.5° 


6° 


Interpupillary Distance (mm) 


40 to 75 


40 to 75 


57 to 73 


57 to 73 


Twilight Factor 


14.1 


15.8 


16 


17.9 


Length (inches) 


4.75 


4.75 


5.375 


5.375 


Width 


3.75 


3.75 


4.75 


4.75 


Height 


1.75 


1.75 


2 


2 


Weiqht 


12oz. 


12oz. 


25oz. 


25oz. 


Roofprism 


Bak-4 


Bak-4 


Bak-4 


Bak-4 


Waterproof 


Yes 


Yes 


Yes 


Yes 


Extreme Close Focus 7 


n 6ft. 


8ft. 


4ft. 


4ft. 


Lifetime Warranty 


Yes 


Yes 


Yes 


Yes 
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Other BRUIMTOIM Products 



ETERNA BINOCULARS 
TECHNICAL DATA 







FULL-SIZE 






7x42 


10x42 


12x42 




4006PW 


4008PW 


4009 PW 


Magnification 


7 


10 


12 


Objective Diameter 


42mm 


42mm 


42mm 


Exit Pupil 


6mm 


4.2mm 


3.5mm 


Eye Relief 


20mm 


18mm 


18mm 


Phase Coated 


yes 


yes 


yes 


Fully Multicoated 


yes 


yes 


yes 


Field of View @ 1000 Yds. 


416ft. 


338ft. 


271ft. 


Field of View - Degrees 8° 


6° 


5.2° 


Interpupillary Distance (mm) 


57 to 73 


57 to 73 


57 to 73 


Twilight Factor 


17.1 


20.5 


22.4 


Length (inches) 


7.125 


7.125 


7.125 


Width 


5 


5 


5 


Height 


2.25 


2.25 


2.25 


Weiqht 


30oz. 


30oz. 


30oz. 


Roofprism 


Bak-4 


Bak-4 


Bak-4 


Waterproof 


Yes 


Yes 


Yes 


Extreme Close Focus™ 


5.5ft. 


6ft. 


10ft. 


Lifetime Warranty 


Yes 


Yes 


Yes 
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Multi-Navigator™ 

The Ultimate in Location 
Awareness™ combining 
the latest in GPS 
technology with a digital 
compass, altimeter, 
barometer and 
StraightHome™ which 
gives direct bearing and 
distance to your starting 
point. 

Eclipse™ Compasses 

Extremely accurate 
compasses 
incorporating the 
award winning 
"circle over circle" 
alignment system. 
We offer a complete 
line of compasses 
for every need in the 
outdoors. 






SolarPort 2.2™ 

Charges everything from cell 
phones to laptop computers by 
converting solar 
energy into 
electricity. 
Never be 
without 
power again. 



Sherpa™ 

The weather channel 
in your pocket. 16 
hour barometric trend 
lets you know when to 
go or stay. Measures 
wind speed, 
temperature, 
calculates windchill 
and features an 
extremely accurate 
altimeter. 




